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3.27 ( b ) REPEAT NCI 

FACILITIES, OUTDOOR. 

Guinea pigs are being housed in outdoor facilities wthout approval from the Deputy Administrator. The request for approval 
to house outdoors must be submitted to the regional office as soon as possible. 


This inspection was conducted as a follow-up to the inspection which took place on 21 Jul 2003. The direct non-compliant 
item which was noted on the report of the same date has been corrected. 
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